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Certification of Saratoga 


Hoveaher 17, 1967 


In onr continuing effort to certify tho low delivery 
Saratoga, we have sent for the analyses of FTC tars on 
ZQ Marlboro Monitor and 29 low delivery Saratoga cigarettes. 
These samples have been sent to Foster h, Snell. 

Because of the low values obtained on the Marlboro 
Monitor at U. S. Testing, we have sent them three Additional 
samples for analyses ef TPM and nicotine. These cigarettes 
are low delivery Saratoga, Marlboro Monitor and P * M* Commander, 
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Source: https://www.industrydocuments.ucsf.edu/docs/qnpk0001 



